Response to Resistance 


2013 

Officers Response Level 
laser 

Chemical Agent 
K-9 

Physical Control 

Deadly Force 

Total Reported Incidents 

2014 

Officers Response Level 
laser 

Chemical Agent 
K-9 

Physical Control 

Deadly Force 

Total Reported Incidents 


Amount 

Percentage 

28 

36% 

1 

1% 

1 

1% 

47 

61% 

0 

0% 

77 



Amount 

Percentage 

38 

33% 

1 

1% 

0 

0% 

77 

66% 

0 

0% 

116 

100% 


2015 


Officer’s Response Level 

Amount 

Percentage 

Taser 

60 

53% of 112 incidents 

Chemical Agent 

0 

0% 

K 9 

0 

0% 

Physical Control 

74 

66% of 112 incidents 

Deadly Force 

1 

89% of 112 incidents 

Total 

135 

















2016 


laser 

41 

43.62% 

Chemical Agent 

0 

0.00% 

K-9 

0 

0.00% 

Physical Control 

64 

68.09% 

Deadly Force 

2 

2.13% 

TARP 

28 

29 79% 

Total 

235 >|c)|c4t 


2017 


Taser 

32 

25.81? 

Chemical Agent 

1 

80% 

K-9 

1 

80? 

Physical Control 

57 

45.97° 

Deadly Force 

1 

o 

00 

b’ARP 

32 

25.81? 

--t-- 

Total 

i ■ ■ - ■ ~ ■ —-Jr-rLi _ - 

224 


2c|l8 


laser 

Chemical Agent 
K-9 

Physical Control 
Deadly Force 
TARP 
Total 


38 

0 

0 

73 

0 

40 

151 


:|c3|c3t(4c>|ci|e4c>|c4( 












